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SUBJECT! Army's Polygraph Agreement Statement for CIA Nominee. 


Central Intelligence Agency 
ATTNi Hr* Robert Gamblno 
Washington, D.C. 20505 


1 Reference la made to the liaison vl.lt conducted at your headquarters 
o ; jfsl^^er 1975 by Mr. Merrill T. Kelly. Acting Direct^ of Intelll- 
gence Operations, OACSI, BA| Colonel John L. HeUs, ^lef. Security 
Division! OACSI, DA| Mr. Joe Viadich, Security Division, QACS1, DA, and 
1 i Counterintelligence, DIA. 


2. The purpose of the visit was to discuss polygraph procedures pertaining 
to Army personnel nominated for employment with your agency. 

3. During the course of the visit, it was determined that 

would be required to sign a "Polygraph Agreement, "would-be r*** * **** ® f 
question* to be asked during the conduct of the P«ly8”ph 

would have certain amplifying question, erplalned to them. * f 'Vihrev 
«rler to the polygraph, the nominee reconsidered and voluntarily 
M. MPlOT—rt. ^ ««W b. Jom *ltboot prejudice. Kowev«, 

if»r “ tl.r~.ln.. .till oloctod to continue with the pro- 

«“p»S1^5“; .«b..,oont !«.«««.,. «T toforaot Ion obtained or action 
taken would be handled in accordance with your egency policy. 

A We .creed that Army nominees would be required to sign an Army Poly- 

A^ent stat^rTprier to their being interviewed by your agency. 
f!opy ofthis statement is attached for your information and retention. 

5. Other matter, discussed during the Uaieon visit, *ueh *• * 

rhe nMninee of vour preacceptance policy, end the manner in which the 

should cooperate , have been incorporated in Army's prenomination 

briefing. 

FOR THE ASSISTANT CHIEF OF STAFF Ft* INTELLIGENCE I 


(sgd) Merrill T. 
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MERRILL T. KELLY 
Acting Director of Intelligence 
Operations 
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